C-29

TABLE   C-6D:      DISPLAY   OF REAP   PROJECT DATA   (SNG   PLANT)

Proj ect i
10

for

Start.   Year
Construction'

Site
City'

1980

Pro,iect  DeiKM: 1 ptor

NGPL  250 MCFD Natural
Gas   Plant  and   ] !\
MTPY Mine

Years   of
	
	
	Acres   of Farmland
	
	

Cons tcuctioi
	i
	Acres
	Taken  for
	
	

Before
	Acres   of:
	Mined
	Urban  Use
	Tons
	

Operation
	Farmland
	Per
	Per
	Mined           KWH
	SNG

Begins
	Lost
	Year
	In-Migrant
	Per  Year    Sold
	Sold

600

350

0.563

14,000,000     0    91,000,000,000     $11,846,000


	Final
	Demand  Vectors
	
Proj'ect
	
	($000  000)
	

Year
	Economic   Sector :       4
	8
	12

1 2
	1-20 A.80
	5.61 22.43
	7.50 29.98

3
	6.83
	31.94
	42.70

4
	7.21
	33.74
	45-11

5
	0.94
	13.21
	23.40

6
	0.26
	11.03
	21. 17

1
	0.17
	10.08
	22-34

8
	0
	10.08
	20 . 9 5

9-25
	0
	10.08
	20.06

Direct   Labor   (Man-Years)

Proj ect   Year:

Construction   (or  Temporary):

Operation   (or   Permanent) :

L
	2                345
	6
	7
	fi        <_).-

ry):   700
	2,800     3,952     4,088     500
	106
	64
	

:
	893
	1,001
	1,086
	1,075      1,1

'Specified  by   user,ade
